Electronic  Submission 


August  13,  2015 


Ms.  Lattice  Williams 
Contracting  Officer  (6MD-CP) 

U.S.  Environmental  Protection  Agency 
Region  6 

1445  Ross  Avenue,  Suite  1200 
Dallas,  TX  75202-2733 

Subject:  Contract  No.  EP-S6-07-01 

Task  Order  No.  0166  - CERCLA  Emergency  Task  Order  (to  be  renamed  “Gold  King  Mine  Spill”) 
PN  30268.0166 
85%  Notification 

Dear  Ms.  Williams: 


In  accordance  with  Articles  G.2  - Ordering,  and  H.45  - Task  Orders,  Environmental  Quality 
Management,  Inc.  (EQ)  hereby  notifies  you  that  that  we  anticipate  incurring  85%  of  our  Task  Order 
ceiling  price  of;  cbi/Ex.  4j within  the  next  30  days.  Additional  funding  will  be  required. 

Sincerely, 

ENVIRONMENTAL  QUALITY  MANAGEMENT,  INC. 


Contracts  Manager 
brk 

cc:  Jo  Ann  Gee 

David  Hyson 
Jon  Rinehart 
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